TO 


PEOPLE'S  CHURCH 

(United  Church  of  Christ) 
Dover,  Delaware 
This  church,  located  at  S.   Bradford  &   Reed  Sts., 
was    gathered    in    1910.    The    original  building, 
erected  in   1910  has  been  remodeled.    The  parish 
house  and  memorial  tower  were  added  in  1924. 
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Color  Photo  by  F.  W.  Brueckman 


